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UNCLASSIFIED 

PAGE 01 THE HA 01328 132020Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 DOE-11 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 USIA-15 OES-07 
SP-02 SS-15 STR-07 TRSE-00 ACDA-12 /129W 

092183 140257Z/63 

R 131624Z MAR 78 
FM AMEMBASSY THE HAGUE 
TO SECSTATE WASHDC 2227 
INFO AMEMBASSY BERN 
AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY OSLO 
AMEMBASSY PARIS 
AMEMBASSY ROME 

UNCLAS THE HAGUE 1328 

USEEC 

US OECD 

E.O. 11652: NA 
TAGS: ENRGNL 

SUBJECT: ROTTERDAM SITE FOR LNG TERMINAL PROVISIONALLY APPROVED 

REF: 77 THE HAGUE 5741 

THE CABINET DECIDED MARCH 10 IN FAVOR OF THE MAASVLAKTE AREA 
NEAR ROTTERDAM AS THE SITE FOR AN LNG STORAGE AND SITRUBU- 
TION PLANT TO PROCESS THE LNG IMPORTED FROM ALGERIA. IF 
THIS DECISION IS SUPPORTED BY LOCAL AND PROVINCIAL AUTHORITIES, 

IT IS EXPECTED THAT NEEDED ADDITIONAL STORAGE CAPACITY OF 20 
TO 30 MILLION CUBIC METERS WOULD BE CONSTRUCTED NEAR GASUNIE'S 
PRESENT SMALL LNG TERMINAL ON THE MAASVLAKTE, WHICH IS USED 
TO SUPPLEMENT EXISTING PIPELINE GAS DURING PEAK HOURS. 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978THEHA01328 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 12-0403 
Format: TEL 

From: THE HAGUE USEEC 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780374/aaaackql.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2502f6c7-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 THE HAGUE 5741 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: ROTTERDAM SITE FOR LNG TERMINAL PROVISIONALLY APPROVED 
TAGS: ENRG, NL 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2502f6c7-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



